
THE ATTORNEY GENERAL'S REPORT ON THF. USR 
OF PEN REGISTERS AND TRAP AND TRACE DEVICES 
UNDER THE FOREIGN INTELLIGENCE SURVEILLANCE ACT 

April 2001 



This report is submitted pursuant to the Foreign 
Intelligence Surveillance Act of 1978 (the "Act"), 50 U.S.C. 
§§ 1801-1311, 1841-1846, as amended, by Pub. L. No. 105-272, 112 
Stat. 2404-2413 (1998), and covers all applications to use pen 
registers and trap and trace devices conducted under the Act 
during the period July 1, 2000 through December 31 f 2000. (U) 

The Government filed five applications with the Foreign 
Intelligence Surveillance Court (FISC) seeking authorization to 
use pen registers and/or trap and trace devices during this 
period. The Court authorized the use of the pen registers and/o 
trap and trace devices as requested in all five applications. 
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SECRET 



THE ATTORNEY GENERAL ' S REPORT OK THE USE 
OF PEN REGISTERS AND TRAP AND TRACE DEVICES 
UNDER THE FOREIGN INTELLIGENCE SURVEILLANCE ACT 

December 2001 



This report is submitted pursuant to the Foreign 
Intelligence Surveillance Act of 1978 (the "Act"), 50 U.S.C. 
§§ 1801-1811, 1841-1845, as amended, by Pub. L- No. 105-272, 112 
Stat. 2404-2413 (1996), and covers all applications to use pen 
registers and trap and trace devices conducted under the Act 
during the period January 1, 2001 through June 30, 2001. {U) 

The Government filed two applications with the Foreign 
Intelligence Surveillance Court (FISC) seeking authorization to 
use pen registers and/or trap and trace devices during this 
period. The Court authorized the use of the pen registers and/or 
trap and trace devices as requested in the two applications. f"§t 
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" THE~ATTORWET~ GENERAL ' S~ REPORT' ON^THtTUS'E""" 
OF PEN REGISTERS AND TRAP AND TRACE DEVICES 
UNDER THE FOREIGN INTELLIGENCE SURVEILLANCE ACT 

April 2002 



This report is submitted pursuant to the Foreign 
Intelligence Surveillance Act of 1978 (the "Act"), 50 U.S.C. 
§§ 1801-1311, 1841-1846, as amended, and covers all applications 
to use pen registers and trap and trace devices conducted under 
the Act during the period July 1, 2001 through December 31, 2001. 
(U) 

The Government filed twelve applications with the. Foreign 
Intelligence Surveillance Court (FISC) seeking authorization to 
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period. The Court authorized the use of the pen registers and/or 
trap and trace devices as requested in all twelve applications. 
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THE ATTORNEY GENERAL 1 S REPORT ON THE USE 
OF PEN REGISTERS AND TRAP AND TRACE DEVICES 
UNDER THE FOREIGN INTELLIGENCE SURVEILLANCE ACT 



December 2002 



This reporb is submitted pursuant to the Foreign 
Intelligence Surveillance Act of 1978 (the "Act"), 50 U.S.C. 
§§ 1801-1811, 1841-1846, as amended, and covers all applications 
to use pen registers and trap and trace devices conducted under 
the Act during the period January 1, 2002 through June 30, 2002. 
(U) 

The Government filed 29 applications with the Foreign 
Intelligence Surveillance Court (FISC) seeking authorization to 
use pen registers and/or trap and trace devices during this 
period. The Court authorized the use of the pen registers and/or 
trap and trace devices as requested in all 29 applications. {-Si 
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THE ATTORNEY GENERAL'S REPORT ON THE USE 
OF PEN REGISTERS AND TRAP AND TRACE DEVICES 
UNDER THE FOREIGN INTELLIGENCE SURVEILLANCE ACT 

September 2003 



This report is submitted pursuant to the Foreign 
Intelligence Surveillance Act of 1978 (the "Act"), 50 U.S.C. 
§§ 1801-1811, 1841-1846, as amended, and covers all applications 
to use pen registers and trap and trace devices conducted under 
the Act during the period July 1, 2002 through December 31, 2002. 
(U) 

The Government filed 42 applications with the Foreign 
Intelligence Surveillance Court (FISC? seeking authorization to 
use pen registers and/or trap and trace devices during cms 
period. The Court authorized the use of the pen registers and/or 
trap and trace devices as requested in all 42 applications. ("ST 
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3 SSSPHBBXET^ 

OP PEN REGISTERS AND TRAP AND TRACE DEVICES 
UNDER THE FOREIGN INTELLIGENCE SURVEILLANCE ACT 



December 2003 



This report is submitted pursuant to the Foreign 
Intelligence Surveillance Act of 1978 (the "Act"), 50 U.S.C. 
§§ 1801-1811, 1841-1846, as amended, and covers all applications 
to use pen registers and trap and trace devices conducted under 
the Act during the oeriod January 1, 2003 through June 30, 2003. 
CO) 

The Government filed 80 applications with the Foreign 
Intelligence Surveillance Court (FISC) seeking authorization to 
_ use-.pe n_reai.st ers_ and/_or tr.ap_anxL.tr ace devices during this_ 
period. The Court authorized the use of the pen registers and/or 
trap and trace devices as requested in all 80 applications. {"3T 
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OF PEN REGISTERS AND TRAP AND TRACE DEVICES 
UNDER THE FOREIGN INTELLIGENCE SURVEILLANCE ACT 




December 2004 



This report is submitted pursuant to the Foreign 
Intelligence Surveillance Act of 1978 (the "Act"), 50 U.S.C. 
§§ 1841-1846, as amended, and covers all applications to use pen 
registers and trap and trace devices conducted under the Act 
during the period January 1, 2004 through June 30, 2004. tU) 

The Government filed 119 applications with the Foreign 
Intelligence Surveillance Court (FISC) seeking authorisation to 
use pen registers and/or trap and trace devices during this 
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trap and trace devices in all 119 applications. The Court made 
modifications to five proposed orders submitted with these 
applications . ^ST 
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THE ATTORNEY GENERAL 1 S REPORT ON THE USE 
OF PEN REGISTERS AND TRAP AND TRACE DEVICES 
UNDER THE FOREIGN INTELLIGENCE SURVEILLANCE ACT 

June 2005 



This report is submitted pursuant to the Foreign 
Intelligence Surveillance Act of 1978 (the "Act"); 50 U.S.C. 
§§ 1841-1846, as amended, and covers all applications to use pen 
registers and trap and trace devices conducted under the Act 
during the period July 1, 2004 through December 31, 2004. (U) 

The Government filed 184 applications with the Foreign 
Intelligence Surveillance Court (FISC) seeking authorization to 
use pen registers and/or trap and crace devices during this 
period. The FISC authorized the use of the pen registers and/or 
trap and trace devices in all 184 applications. The Court made 
modifications to six proposed orders submitted with these 
applications . t$f 
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THE ATTORNEY GENERAL 1 S REPORT ON THE USE OF PEN 

REGISTERS AMD/OR TRAP AND TRACE DEVICES 
UNDER THE FOREIGN INTELLIGENCE SURVEILLANCE ACT 

December 2005 



This report is submitted pursuant to the Foreign 
Intelligence Surveillance Act of 1978 (the "Act"), 50 U.S.C. 
§§ 1841-1846, as amended, and covers all applications to use pen 
register and/or trap and trace devices conducted under the Act 
during the period January 1, 2005, through June 30, 2005. (U) 

The Government filed 157 applications with the Foreign 
Intelligence Surveillance Court (FISC) seeking authorization to 
use pen register and/or trap and trace devices during this 
period- Of these 157 applications, 



in conjunction with the Court-authorized installation 
and use of pen register and/or trap and trace devices. The FISC 
authorized the use of the pen register and/or trap and trace 
devices in all 157 applications. The Court made modifications to 
two proposed orders submitted with these applications. fr^i 
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THE ATTORNEY GENERAL ' 3 REPORT ON THE USE OF PEN 

REGISTERS AND/ OR TRAP AND TRACE DEVICES 
UNDER THE FOREIGN INTELLIGENCE SURVEILLANCE ACT 

June 2006 



This report is submitted pursuant to the Foreign 
Intelligence Surveillance Act of 1978 (the "Act"), 50 U.S.C. 
§§ 1841-1846 , as amended, and covers all applications to use pen 
register and/or trap and trace devices conducted under the Act 
during the period July 1, 2005, through December 31, 2005. (U) 

During this reporting period r the Government filed 161 
applications with the Foreign Intelligence Surveillance Court 
(FISC) seeking authorization to use pen register and/or trap and 
trace devices during this period. The FISC approved all 161 
applications filed by the Government during this reporting 
period. The FISC modified the proposed order (s) submitted with 
two of the 161 applications that it approved during this 
reporting period. 

During this reporting period, the Attorney General did not 
approve the installation and use of any pen register and/or trap 
and trace devices on an emergency basis pursuant to 50 U.S.C. 
§ 1843. 
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THE ATTORNEY GENERAL ' S REPORT ON THE USE OF 

PEN REGISTERS AND/OR TRAP AND TRACE DEVICES 
UNDER THE FOREIGN INTELLIGENCE SURVEILLANCE ACT 

December 2006 
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Surveillance Act of 1978 (the "Act"), 50 U.S.C. §§ 1841-1846, as 
amended, and covers all applications to use pen register and/or trap 
and trace devices conducted under the Act during the period January 
1, 2006, through June 30, 2006. (U) 

During this reporting period, the government filed 120 
applications with the Foreign Intelligence Surveillance Court (FISC) 
seeking authorisation to use pen register and/or trap and trace 
devices during this period. The FISC approved all 120 applications 
filed by the government during this reporting period. The FISC 
modified the proposed order (s) submitted with Jive of the 120 
applications that it approved during this reporting period. (-&t 

During this reporting period, the Attorney General did not 
approve the installation and use of any pen register and/or trap 
and trace devices on an emergency basis pursuant to 
50 U.S.C. § 1843. fS* 
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THE ATTORNEY GENERAL 1 S REPORT ON THE USE OF PEN 

REGISTERS AND/ OR TRAP AND TRACE DEVICES 
UNDER THE FOREIGN INTELLIGENCE SURVEILLANCE ACT 



June 2007 



This report is submitted pursuar h to the Foreign 
Intelligence Surveillance Act of 1978 (the "Act") , 50 U.S.C. 
§§ 1841-1846, as amended/ and covers all applications to use pen 
register and/or trap and c race devices conducted under the Act 
during the period July 1, 2006, through December 31, 2006. (U) 

During this reporting period, the Government filed 98 
applications with the Foreign Intelligence Surveillance Court 

(FISC) seeking authorization to use pen register and/or trap and 
trace devices during this period. The FISC -.-r.proved all 98 
applications filed by the Government during this report ing 
period. The FISC modified the proposed order (s) submitted with 

L8 of the 98 applications that it approved during this reporting 
period. (~$f 

During this reporting period, rhe Attorney General 
approved the insta lation and use on Q| occasions of per. 



register and/or trap and trace devices on an emergency basis 
pursuant \.o 50 U.S.C. § 1*13. W 
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THE ATTORNEY GENERAL 1 S REPORT ON THE USE OF PEN 

REGISTERS AND/OR TRAP AND TRACE DEVICES 
UNDER THE FOREIGN INTELLIGENCE SURVEILLANCE ACT 



December 20C7 



This report is submitted pursuant to the Foreign 
Intelligence Surveillance Act of 1978 (the "Act"), 50 U.S.C. 
§§ 1841-1846, as amended, and covers all applications to use pen 
register and/or trap and trace devices conducted under the Act 
during the period January 1, 2007 ( through June 30, 2007. ({}) 

During this reporting period, "he Government filed 117 
applications with the Foreign Intelligence Surveillance Court 
(F7SC) seeking authorization to use pen register and/or trap and 
trace devices during this period. The FISC modified the 
proposed order (s) submitted with 1C of the 117 applications that 
it approved during this reporting period. f-frt 

The Attorney General did not approve the installation and 
use of any pen register and/or trap and trace devices on an 
emergency basis pursuant to 5C U.S.C. § 1843 during this 
reporting period . (-St 
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THE ATTORNEY GENERAL 1 S REPORT ON THE USE OF PEN 

REGISTERS AND/OR TRAP AND TRACE DEVICES 
UNDER THE FOREIGN INTELLIGENCE SURVEILLANCE ACT 

June 2008 



This report is submitted pursuant to the Foreign 
Intelligence Surveillance Act of 1978 (the "Act"), bO U.S.C. 
§§ 18*11-1846, as amended, and covers all applications to use pen 
register and/or trap and trace devices conducted under the Act 
during the period July 1, 2007, through December 31, 2007. (U) 

During this reporting period, the Government filed 129 
applications with the Foreign Intelligence Surveillance Court 
(FISC) seeking authorization to use pen register and/or trap and 
trace devices during this period. The FISC modified the 
proposed order (s) submitted with seven or the 129 applications 
that it approved during this reporting period. f-st 

The Attorney General approved the installation and use of 
pen register and/or trap and trace devices on an 
emergency basis pursuant to 50 U.S.C, § 1843 during this 
reporting period. tSf 
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REPORT OF THE U.S. DEPARTMENT OF JUSTICE ON 
THE USE OF PEN REGISTERS AND /OR TRAP AND TRACE DEVICES 
UNDER THE FOREIGN INTELLIGENCE SURVEILLANCE ACT 

December 2008 Report 



This report is submitted pursuant to the Foreign 
Intelligence Surveillance Act of 1978 (the "Act"), 50 U.S.C. 
§§ 184 1-1846, as amended, and covers all applications to use pen 
regisi-.^r and/or trap ana trace dev ! >':*s conducted under the Ac 
during rhe period January 1, 2008, through June 30, 2008. (U) 

During this reporting period, the Government filed 110 
applications with the Foreign Intelligence Surveillance Court 
(FISC) seeking authorization to use pen register and/or trap and 
trace devices during this period- The FISC modified the 
proposed order (s) submitted with four of the 110 applications 
that it approved during this reporting period. r^t 

^_ The Attorney General approved the installation and use of 
pen register and/or trap and trace devices on an emergency 
^^is pursuant to 50 U.S.C. § 1843 during this reporting period. 
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SECRET 

REPORT OF THE U.S. DEPARTMENT OF JUSTICE ON 
WE USE OF PEN REGISTERS AND/OR TRAP AND TRACE DEVICES 
UNDER THE FOREIGN INTELLIGENCE SURVEILLANCE ACT 

Report for the Period from July 1, 2008 through December 3 1 , 2008 



This report is submitted pursuant to the Foreign Intelligence Surveillance Act of 1978 
(the Act), 50 U.S.C. §§ 1 841-1 846 3 as amended, and covers all applications to use pen register 
and/or trap and trace devices conducted under the Act during the period July 1 , 2008. through 
December3i, 2008. (U) 

During this reporting period, the Government filed 58 applications with the Foreign 
Intelligence Surveillance Court (FISC) seeking authorization to use pen register and/or trap and 
trace devices during this period. The FISC modified the proposed order(s) submitted with one of 
the 58 applications that it approved during this reporting period. (S) 

The Attorney General approved the installation and use of I I pen register and/or trap 
and trace devices on an emergency basis pursuant to 50 U.S.C. § 1843 during this reporting 
period. (ST 
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REPORT OF THE U.S. DEPARTMENT OF JUSTICE ON 
THE USE OF PEN REGISTERS AND/OR TRAP AND TRACE DEVICES 
UNDER THE FOREIGN INTELLIGENCE SURVEILLANCE ACT 



December 2009 Report 



This rcporl is submitted pursuant to the Foreign Intelligence Surveillance Aet of 1978 
(the Act), 50 U.S.C. §§ 1841-1846, as amended, and covers afl applications to use pen register 
and/or trap and trace devices conducted under the Act during the period January 1, 2009 
through June 30, 2009. (U) 

During this reporting period, the Government filed 39 applications with the Foreign 
Intelligence Surveillance Court (FISC) seeking authorization to use pen register and/or trap and 
trace devices during this period. The FISC issued a supplemental order with one of the 39 
applications that it approved during this reporting period. 

The Attorney General approved the installation and use offl||| pen register and/or 
trap and trace devices on an emergency basis pursuant to 50 U.S.L. § 1843 during this 
reporting period. (Sj* 
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REPORT OF 1 HE U.S. DEPARTMENT OF JUSTICE ON 
THE USE OF PEN REGISTERS AND/OR TRAP AND TRACE DEVICES 
UNDER THE FOREIGN INTELLIGENCE SURVEILLANCE ACT 




SECRET 



June 2010 



This report is submitted pursuant to the Foreign Intelligence Surveillance Act of 1978 
(the Act), 50 U.S.C. §§ 1 841-1 846, as amended, and covers all applications to use pen register 
and/or trap and trace devices conducted under the Act during the period July I, 2009 through 
December 31, 2009. (U) 

During this reporting period, the Government filed 53 applications with the Foreign 
Intelligence Surveillance Court (FISC) seeking authorization to use pen register and/or trap and 
trace devices during this period. C$T 

( he Attome) General approved the installation and use ofHj pen register and/or trap 
and trace devices on an emergency basis pursuant to 50 U.S.C. § 1 843 during this reporting 
period. (Sj 
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■HRErOKT OF THE U.S. DEPARTMENT OF JUSTICE ON 
THE USE OF PEN REGISTERS AND/OR TRAP AND TRACE DEVICES 
UNDER THE FOREIGN INTELLIGENCE SURVEILLANCE ACT 

December 20 10 Report 



This report is submitted pursuant to [lie Foreign Intelligence Surveillance Act of 1978 
(the Act), 50 U.S.C. §§ 1841-1846. as amended, and covers all applications to use pen register 
and/or trap and trace devices conducted under tine Act during the period from January 1, 2010 
through June 30, 2010- (U) 

During (his reporting period, the Government filed 78 applications with the Foreign 
Intelligence Surveillance Court (FISC) seeking authorization lo use pen register and/or trap and 
trace devices during this period. t§f 

The Attorney General approved the installation and use olB | pen register and/or 
trap and trace devices on an emergency basis pursuant to 50 U.S.C. § 1843 during this 
reporting period- (Si 
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REFORT OF THE U.S. DEPARTMENT OF JUSTICE ON 
THE USE OF PEN REGISTERS AND/OR TRAP AND TRACE DEVICES 
UNDER THE FOREIGN INTELLIGENCE SURVEILLANCE ACT 




June 2011 Report 



This report is submitted pursuant to the Foreign Intelligence Surveillance Act of 1978 
(the Act), 50 U.S.C. §§ 1 84 1 -1 846, as amended, and covers all applications to use pen register 
and/or trap and trace devices conducted under the Act during the period from July 1, 2010 
throngh December 31,2010. (U) 

During this reporting period, the Government filed 49 applications with the Foreign 
Intelligence Surveillance Court (FISC) seeking authorization to use pen register and/or tr ap and 
trace devices durins this perii»J;^B 
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REPORT OF THE ATTORNEY GENERAL ON 
THE USE OF PEN REGISTERS AND/OR TRAP AND TRACE DEVICES 
UNDER TIIE FOREIGN INTELLIGENCE SURVEILLANCE ACT 



December 20! | Report 



This report is submitted pursuant fo the Foreign Intelligence Siu"veillance Act of 1978 
(the Act), 50 U.S.C. §§ 1841-1846, as amended, and covers all applications to use pen register 
and/or trap and trace devices cooducted under the Act during the period from January 1, 201 1 
through June 30. 2011. (U) 

During this reporting period, the Government filed 55 applications with Ihe Foreign 
Intelligence Surveillance Court (FISC) seeking authorization to use pen register and/or trap and 
trace devices timing this period Four of these applications were filed during tbe reporting 
period, but approved outside the reporting period. 1 1ms. tbe FISC approved 51 pen register/tray 
and trace applications during the iL-portina period I 



and trace devices on an emergency basis pursuant to 50 U.S.C. § 18-13 fluting the reporting 
period. ($t 
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REPORT OF THE ATTORNEY GENERAL ON 
THE USE OF PEN REGISTERS AND/OR TRAP AND TRACE DEVICES 
UNDER THE FOREIGN INTELLIGENCE SURVEILLANCE ACT 



June 2012 



This report is submitted pursuant to the Foreign Intelligence Surveillance Act of 1978 
(the Acl), 50 U.S.C. §§ 1841-1846, as amended, and covers all applications to use pen register 
and/or trap and trace devices conducted under the Act during the period from July 1. 201 1 
through December 31, 2011. (U) 

During this reporting period, the Government filed 53 applications with the Foreign 
Intelligence Surveillance Court (F1SC) seeking authorization to use pen register and/or trap and 
trace devices during this period. Four applications were filed before the reporting period, but 
were approved during the reporting period. Thus, die F1SC approved 56 pen register/trap and 
trace applications during the reporting period. The RSC did not deny in whole, or in part, any 
pen register/trap and trace applications during the reporting period- Two pen register/trap and 
trace applications were substantively modified by the FISC- (fit 

The Attorney General approved the installation and use of| (p en register and/or trap 
and trace device on an emergency basis pursuant to 50 U.S.C. § 1843 during the reporting 
period, (fit 
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* REPORT OF THE ATTORNEY GENERAL ON 
THE USE OF PEN REGISTERS AND/OR TRAP AND TRACE DEVICES 
UNDER THE FOREIGN INTELLIGENCE SURVEILLANCE ACT 
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December 20 1 2 



This report is submitted pursuant to the Foreign Intelligence Surveillance Act of 1978 
(the Act). 50 U.S.C. §§ 1841-1846, as amended, and covers all applications to use pen register 
and/or trap and trace devices (PR/TT) conducted pursuant to the Act during the period from 
January 1, 2012 through June 30, 2012. (U) 

During This repoiting period, the Government filed 64 applications with the foreign 
Intelligence Surveillance Court (FISC) seeking authorization to use PR/TT devices. The PISG 
approved ail 64 PR/TT applications filed during the reporting period. The FISC did not deny in 
whole, or in part, any PR/TT applications during the reporting period. No PR/TT applications 
were substantively modified by the FISC- (S)" 

i he Attorney General approved the installation and use o:Qj| PR/TT devices on an 
emergency basis pursuant to 50 U.S.C. § 1843 during the reporting period. 
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OF THE ATTORNEY GENERAL ON 
THE USE Of PEN REGISTERS AND/OR TRAP AND TRACE DEVICES 
UNDER THE FOREIGN INTELLIGENCE SURVEILLANCE ACT 

June 2013 



(U) This report is submitted pursuant to the Foreign Intelligence Surveillance Act of 
1978 (the Act), 50 U.S.C. §§ 1841-1846, as amended, and covers all applications to use pen 
register and/or hap and trace devices (PR/TO conducted pursuant to the Act during the period 
from July 1,2012 through December 31, 21)12. 

£SJ During this reporting period, the Government filed 69 applications with the Foreign 
Intelligence Surveillance Court (FISC) seeking authorization to use PR/TT devices. The FtSC 
approved all 69 PR/TT applications filed during the reporting period. The FISC did not deny in 
whole, or in part, any PR/TT applications during the reporting period. No PR/TT applications 
were substantively modified by the FISC. 

The Attorney General approved the installation and use of Hj PR/TT devices on an 
emergency basis pursuant to 50 U.S.C. § 1843 during the reporting period: 
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